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1 6 September 1958 


TO ALL SUPPLIERS 

SUBJECT: Bonded Warehouse Itaas 

1 . Under your c all type contract we may from time to time procure 
Items for consignment to the Bonded Warehouse area. 

2. It is requested that your requirements for Bonded stocks be 
transmitted to the applicable Depot in duplicate on the form attached. 

Hie Depot will either furnish the equipment requested or issue a 
Production List against your call type contract. 

3- Contractor supplied material will be furnished to the Bonded 
Warehouse on a receiving inspection report. Four copies of the receiving 
inspection report signed by authorized contractor personnel, whose 
names and signatures are on file with the C - 0 will be forwarded 
to the applicable Depot for counter-signature. Three copies of 
the counter-signed report will be returned to the Contractor who 
will attach one copy to his Invoice submitted for payment. Hae fourth 
copy will be retained by the Depot. 


Very truly yours, 


Dan 


DPS/DCI:HL:ap 


Distribution: 


Orig. - GPL 

^1Z. 

2. - Westinghouse 

13- 

3 , - Eastman 

14. 

4. - Baird 

15- 

5 . - Firevel 

16 . 

6 . - P & E 

17- 

7 • - Hycon 

18 . 

8 . - LAC 

19- 

9- - HUB 

20 . 

10. - HF-CT -691 

21 . 

11. - HF-CT -692 

22 . 
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- HF-CT -694 
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SUBJECT: Request For Spares Page of 

TO : Depot Supply Officer Date 

FRCK: 

CONTRACT NUMBER 

REQUEST 



(Authorized Representative) 
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